COMMUNCIATIONS: Direct Digital Synthesis 
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AD7008 (Complete 32 bit DDS with Quadrature Modulator) 
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AD983x (Complete 32 bit DDS with Frequency and Phase Modulators, Sine Lookup) 
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DDS/DAC Clock Generator w/On Chip Comparator 
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